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REPORT 


OF THE 


ORPHAN CHILDREN’S HOME 


For the Two Years Ending 


- November 30, 1906. 


REPORT. 


SECRERARY’S OFFICE. ; 
Orphan Children’s Home, 
BELEN, N. M., December 22, 1906. 


„To Hon. H. J. Hagerman, Gov. Territory of New Mexico, Santa 
Fe, New Mexico: s 
Sir: I have the honor to transmit to you and through you 
to the Honorable Legislature of New Mexico, my report as to 
the transactions of the Board of Regents of this institution 
during the past two years. 


RECEIPTS. 

Dec. 13, 1904........ Warrants No. 10,806...... $ 154 35 
Feb. 24, 1905........ e E TEOS svacears 187 98 
Aug. 6, “o ens et be 91494. ces 188 07 
Nove22,:: E has wees A s 11,744...... > 70 68 
Mch. 1, 1906........ s a 17 088. E 2,193 02 
JULY lr E EERS £ 6 12,484...... 1,843 36 
Nov. 27, © dare hu Z E a AA 388 78 
Borrowed on notes.. .. wc cece sessassesscoss. 5,700 00 
Cash from other sources.. E TA A E E 27 00 

Total eaaa tlie ee Sade wn eke N ` $ 10,658 29 

EXPENDITURES. 

Deficiency, year ending Nov. 30, 1904:........... $ 285 79 
Interést 4555.8 Gates Vatoran eaa ka eu iea parm e a 207 86 
Insurance .... 2... ce cece cee ce ce eee os Td pica ET 397 05 
Architect’s plan for second story addition ....... 170 00 
Sundries, labor and material.................... ° 182 90 
Cost of second story as per contract ............. 5,485 00 
Paid on notes for cash borrowed..............-.. 8,987 5 
Cash on hand in bank...... 2.0... cccee cece eves 87 39 


"$10,658 29 
Notes for cash borrowed ... .......25.206- nap ais 5,700 00 


6 ORPHAN CHILDREN’S HOME. 


Paid on NOUS .py.s4 5 Ss mane ow we esos $ 3,937 20 
Deficiency, notes outstanding for bal. 1,762 70 
— $ 5,700 GO 

You will perceive that owing to the non-receipt of sufficient 
money from the auditor due from the appropriations of the 
legislature for the year 1906, the Board of Regents, in order 
to meet due obligations for completing the second story to 
the building, borrowed on the notes of the individual names 


-of the regents the sum of $5,700, as shown in the receipts. 


This amount is being paid off as the money comes in from. 
the Territory, and at this time there is an apparent deficiency 
of $1,762.70 to the debit of the institution which, which when 
the appropriations are received, our financial condition will 
show as follows: 


Due from appropriations, 1906............ .... $ 4,228 06 
Less amount due on outstanding note............ 1,762 70 
Balance to the credit of the institution....... $ 2,465 36 


The balance as above shown, to-wit, the sum of $2,465.36 
when received will be appropriated for fencing the grounds 
and improvements of same, and the installation of a heating 
plant. 

The condition of the building is good. Repairs are being 
made occasioned by deteriorations from time to time, as 
occasions require. 

The building is insured in an amount of $10,000. 

j Respectfully submitted, 
PauL B. DALIES, 
Secretary. 


